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19 August 1982 


MEMORANDUM FOR THE RECORD 

SUBJECT: Information Briefing for Director, NSA (U) 



1. (FOUO) On 9 August 1982 from 1500-1600 hours, an information briefing 
for LT Gen Lincoln Faurer and selected mephera-of, his staff was con- 
ducted at the Di rector's Conference Room 
was requested by | 

Engineering. The briefing was approved by DCG, INSC0M. 


HQ, NSA. The briefing 
] Research and 


Attendees were: 


NSA 


LT GEN LINCOLN D. FAURER 


Director 


SGI 

A 

SGI I 


MR. ROBERT E. RICH Deputy Director 


DIA 

DR. JACK VORONA 

Assistant VICE DIRECTOR 



for Scientific & Technical 
Intelligence 

0ACSI 

BG ROY M. STROM 

Deputy ACS I 


MAJ GERALD FOX 

GRILL FLAME Project Officer 

INSC0M 

COL BILLY F. MILLER 

ADCSOPS-HUMINT 


2. (U) Briefing is attached as Inclosure 1. 
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SUBJECT: Information Briefing for Director, NSA (U) 


?* Information presented in the briefing seemed to be accented bv 

lu JllTJ Tu f X ? mP } B8 in the pro ^ ect b00k stimulated some genera? V 
questions all of which were answered, ! OJmu y eneraA 

the conclusi °n of the briefing. LT Gen Faurer stated 
Ann4h hla ^^t 1 ^ Panel had reviewed parapsychology in the past 
Another review would be undertaken with three ootion^* r B , 00 P i? • *. , 

StaS BC^Stronfwhen 


ROBERT J. JACHIM 
LTC, MI 

GRILL FLAME Project Manager 
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